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usTic TRAINING 
ete Training Program for Severely Deaf 

Children: Grace Harris—Jan., 29 

Auditory Rehabilitation: J. B. T.—Jan., 13 

Born Deaf, but Learning to Hear: Bernard White 
—dJuly, 317 

I Have Learned to Hear Again: Ruth Bartlett— 
Jan., 14 

Learn to Listen: Mildred 21 

New Book That Has Long Been Needed, A: A Pre 
view of “Train Your 225 

Recipe for Hearing: Ruth Bartlett—Jan., 32 


AMERICAN ASSOCIATION TO PROMOTE THE TEACHING 
OF SPEECH TO THE DEAF 
Fifty-Seventh Annual Meeting—Mar., 
Summer Meeting of 1948—Nov., 500 


142 


AMERICAN H®ARING Soomrry 
Eastern Zone Conference of—Oct., 
National Hearing Week—Sept., 426 


468 


AUTOMOBILE DRIVING 
Motor Vehicle Laws Concerning Deaf and Hard 


of Hearing Drivers: James C. Marsters—Feb., 
69; Apr., 179 
AVIATION 
Here’s Why You Can Fly! James C. Marsters— 
July, 316 


BELL, ALEXANDER GRAHAM 
Alexander Graham Bell: David Fairchild—Mar., 


117 
Little Sidelights on Dr. Bell: 
Aug., 359 
One of the Telephone’s Children—Mar., 125 
Photograph—Mar., 116 
Scenes from Dr. Bell's Life (film)—June, 282 


John Dutton Wright 


BIBLIOGRAPHY 
Book Mart by Francis C. Higgins (note)—July, 
3 


36 
Rare Books Obtainable—Sept., 428 


BIOGRAPHICAL 
Bernstein, Gerald, subject of article by Moe Bern- 
stein—Aug., 35 
Coughlan, Neville G., 
—Nov., 
Cutler, S. > (rehabilitation specialist)—Oct., 
468 


DiCarlo, Louis M. (at Syracuse Univ.) —Oct., 472 

Drennan, Lillie (A Valiant Woman): Dora Forbes 
Welch—Nov., 505 

Earlam, Harold (death of)—Dec., 

Edward VII, King of =. “toot ae of hear- 
ing) —Molly Mather—July, 3 

Ewing, Irene R., Durham Suivensing Honors— 
Sept., 412 

Fisher, "Alfreda: Madeleine de Soyres—Oct., 461 

Fitzgerald, Miss Katharine (honored by parent 
group) —Sept., 424 

Foss, Mrs. E. E. (death of) —Dec., 564 


(successful deaf architect) 


Freiman, Robert, subject of article by Arthur B. 
Simon—July, 313 

Gilby, Rev. F. W. G. (King’s Birthday Honours 
List)—wSept., 430 

Harris, Nathan P., new principal—Mar., 142 

Johnson, Clyde W. (death of)—Sept., 432 

Kaata, Ragnhild (deaf-blind), death of—July, 324 

Lamb, Mrs. Helen (death of)—June, 280 

Mackie, Dr, Romaine (new position at U. S. Office 
of Education)—Sept., 424 

Manning, Dr. A. C. (District Gov. 
Clubs)—Sept., 430 

Minahan, Mrs. Anna (honored by parent group) 


of Rotary 


—Sept., 424 
Montrose, _ of (King’s Birthday Honours List) 
—Sept., 


Pagé, (promotion for)——Dee., 564 
Poore, Mrs. Ethel Acuff (honorary degree)—July, 
324 


Ramadanovic, Veljko L. J., death of—July, 325 

Shapiro, Judith, subject of article by Sylvia B. 
Shapiro—Feb., 

Silverman, Dr. 8. Richard (new director for Cen- 
tral Institute)—-Nov., 513 

Snowdon, William H., M.A.: Madeleine de Soyres 


—Aug., 368 

Sparks, ered L., Jr., superintendent at Rome, N. 
Y.—June, 279 

Sternberg, Martin L. A., See A Visit to Norma— 
June, 2 


Whildin, Olive A., Dr. (goes to Korea)—Dec., 549 
Ziegler, Jesse A., subject of article by Laura 
Davies Holt—Oct., 455 


Crv1io AID 

Civic Aid in Kalamazoo—Jan., 39 

Cuban Lions Club Aids Deaf—June, 282 

Kiwanis Helps Hard of Hearing—May, 230 

Mercator Hearing Program (Indiana Chapter)— 
July, 324; Oct., 468 

Philanthropy in the Field of Deafness (Dallas Pilot 
Club, Kiwanis)—Sept., 411 


DBAF ADULTS 

Gallaudet Alumni Hold 

Letter from Germany, A: Translated 4, "Theslotte 
Stern—July, 312 

New Kind of Club for Deaf Oralists, A: Robert 
L. Swain, Jr.—Mar., 122 

On Top of the World: Michael Eager—Sept., 409 

World We Deaf Live In, The: Arthur Simon— 
Feb., 73 

Young Deaf Artist, A: Arthur B. Simon—July, 313 


EDUCATION OF THE DEAF 
Children’s Experiences in Written Form: Frances 
F. Vermillion—Aug., 374 
Color and the “Key’’: Margaret Harkness—Apr., 
165 


Correspondence Course for Deaf Children (Doris 
Mirrielees’ Note)—Feb., 

Deaf and the Hard of Hearing in Greece, The: 
Warren H. Gardner—June, 265 

Deaf Graduates from Schools and Colleges for 
Hearing Students—Dec., 552 


Ewings’ Visit in Canada, The (note)—Feb., 83 
Exercises in Reading Readiness: Marie 8S, Ken- 
nard—May, 213 
Habits in Handwriting: Boyd E. Nelson—Feb., 
2 
Jack Little Foundation, The: Oteka and Reuel 
Little—Oct., 453 
: Sylvia B. Shapiro—Feb., 77 


Judith Growing U 
Mother Discusses erseverance, A: Alice Wiegand 


—May, 217 

New Preschool Class (Tampa, Fla.)—Dec., 566 

Preschool Demonstration Class for Deaf Children : 
Warren H. Gardner—Apr., 169 

Properly Organized Nursery Is the Better Home 
for the Deaf Child: E. S. Greenaway—Mar., 121 

Recreational and Study-Type Deafness: Gladys Ss. 
Pugh, Ph.D.—Dec., 547 

Teaching Be Fun: Marjorie Drager 
Jones—Sept., 

To Parents of Deat Children: 
Aug., 357 

Training for Negro — of the Deaf: Powrie 
Vaux Doctor—Oct., 

Training the Hearing — a Young Child: Mary 
Wood Whitehurst—May, 215 

Twentieth Century Trends in the Education of the 
Deaf: Bessie Pugh—June, 261 

Vitalizing the Geography Dosage: Mildred Fouts— 
Oct., 456 

Wanted: Reports of Deaf Graduates from Schools 
for the Hearing—Oct., 468 


Moe Bernstein— 


EDUOATIONAL DEVICES 

Bird Life Films—May, 228 

Christmas slides—Dec., 566 

Chromovox, The, invented by Herman Goldberg— 
Aug., 376 


EMPLOYMENT—See Vocational 


FOREIGN 

Australia 

Day Kindergarten in South Australia—Jan., 28 

Burma 

News from Rangoon, Burma—May, 224 

China 

Hong Kong School for the Deaf: Li Luk Wa— 
July, 338 

Denmark 

Hearing Aid Industry in Denmark:. Charles H. 
Lehman—Dec., 550 

England 

As the English See Us (excerpt from The Silent 
World)—Oct., 469 

Ewings’ Visits in Canada, The (note)—Feb., 83 

Gifts Across the Sea—Jan., 39 

Hearing Aid Industry in England, The: Charles 
H. Lehman—Nov., 503 

Leader in English Work for the Hard of Hearing, 
A: Madeleine de Soyres—Oct., 

Roll On, Future! Molly Mather—Feb., 80 

Snowdon, William H., M.A. (chairman of British 
Asso. of the Hard of Hearing): Madeleine de 
Soyres—Aug., 368 

Success of Deaf Student — G. Coughlan, 

Ew English architect )—Nov., 


pt 
Deat in Egypt, The—Jan., 
Mme. Tsemely Tstotsou, Egyptian School: 
Molly Mather—Sept., 415 
Germany 
German Who Needs Help, A— 
ug., 
German Pen Friend, A—Oct., 469 
Greece 
Deaf and the Hard of Hearing in Greece, The: 
Warren H. Gardner—June, 265 
Holland 
aoe School for the Deaf (gifts for)—Oct., 


459 
Rotterdam School for the Deaf (report from)— 
Dec., 566 

Hungary 

Call from Hungary, A age rg for the Deaf and 
Dumb at Sopron)—Mar., 

Kansas City rage (sends supplies to 
Sopron)—Oct., 

India 

Appeal from U. P. Deaf and Dumb Institute of 
282 


New Zeala 
88 


The Volta Review 


Statement of Accounts of New Zealand League for 
the Hard of Hearing—Nov., 522 

Palestine 

Report from Jerusalem: Mary F. Chapman—aAug., 
373 


Philippines 
— School for the Deaf—Apr., 185; June, 
0 

Scandinavia 

Hard of Hearing in Scandinavia—Jan., 39 

Scotland 

“Good Companions” 
—aAug., 378 

South Africa 

= — Work in South Africa (note)— 
an., 

South African Clinic—Nov., 526 

Switzerland 

Gifts from Zurich (note)—Mar., 136 

Uruguay 

School Riess from Uruguay, A—Oct., 469 


(club for hard of hearing) 


GERMAN MEASLES—See articles on Rubella listed 


under Reviews 


HARD OF HEARING ADULT 


Come with Me to the Carribean: Louise Neuschutz 
—June, 267 
Directory of Michigan Services (note)—-Aug., 377 
— — in Scotland (new club)— 
ug., 
I Impossible: William H. Snowdon 
—Au 
Leader in English Work for the Hard of Hearing, 
4 — Fisher): Madeleine de Soyres— 
ct., 461 
More Matic without Sound: Mildred Kennedy— 


July, 
James C. Marsters—Feb.. 


3 

Motor. "Vehicle Laws: 
69; Apr., 179 

Music without Physical Sound: Michael Eager— 
Mar., 127 

Nocturnal Visitation: Byrna Sky—July, 322 

Nonagenarian Carries On, A: Laura Davies Holt 
—Oct., 455 

On Top of the World: Michael Eager—Sept., 409 

Some Came Home Deafened: Grace E. Barstow 
Murphy—Aug., 360 

Summer in Sweden: Virginia Merry—Nov., 506 

This Machine Makes Noises Visible (Audioswitch) 
—May, 230 

Valiant Woman, A (Lillie E. Drennan): Dora 
Forbes Welch—Nov., 505 

William H. Snowdon, M.A.: Madeleine de Soyres 
—Aug., 368 

Also see: Acoustic Training: Hearing Aids; Lip 
Reading; Molly Mather; Rehabilitation 


HARD OF HEARING CHILD 


Preparing the Hard of Hearing Child to Compete 
with the Outside World: Elizabeth M. Haskins 
—June, 276 

Training the Hearing of a Young Child: Mary 
Wood Whitehurst—May, 215 

What Price Education! William Van B. Fletcher 
—dJuly, 318 


HEARING AIDS 


Acoustic Training Program for Severely Deaf 
Children: Grace Harris—Jan., 29 

Audiometric Testing of Aids: Elizabeth 
Hughes Johnson—Jan., 7 

Born Deaf, but Learning to Hear: Bernard White 
—July, 317 

England’s Government Hearing Aid: Molly Mather 
— ., 80 

Hearing Aid Industry in Denmark: Charles H. 
Lehman—Dec., 550 

Hearing Aid Industry in England, The: Charles 
H. Lehman—Nov., 503 

Hearing Aid Users Are Not Freaks: Walter T. 
Ridder—Jan., 84 

—~ Aids and Bathing Suits: Molly Mather— 
an., 27 

I _ Learned to Hear Again: Ruth Bartlett— 
an., 

New Governor Wears Hearing Aid (note)—Mar., 
127 

Otarion Develops Battery Teste ct., 469 

Printed Circuits for Hearing Aids: Edith L. R. 
Corliss—Sept., 405 

Recipe for Hearing: Ruth Bartlett—Jan., 82 


December, 1947 


Selecting Hearing Aids for High School: Charles 
E. A. Moore—Nov., 504 

Selling a Hearing Aid Is Not Enough: Max Res- 
nick—July, 311 

Telephone Amplifier: 
only)—July, 308 

Telesonic System for Theatre and Other Induc- 
tion Communication: Charles H. Lehman—June, 
263 

Testing the Performance of Hearing Aids: 
V. Hudgins, Ph.D.—Jan., 5 

What Is New in the Hearing Aid Field? Josephine 
B. Timberlake—Jan., 16 

What Price Education! William Van B. Fletcher 
—dJuly, 318 


INSURANOE 
Workmen’s Compensation Insurance—Jan., 42 


LANGUAGB 
Color and the 
165 


Douglas Baird (illustration 


Clarence 


Margaret Harkness—Apr., 


Visual Material for Language Teaching: Elsa J. 
Dommisse—Feb., 84 


LEGAL 
Congressional Aid to the Handicapped—Jan., 36 
Do You Want Your Child to Have a Better 
Chance in Life/—May, 216 
Motor Vehicle Laws Concerning Deaf and Hard 
of Hearing Drivers: James C. Marsters—Feb., 
69; Apr., 1 


LETTERS TO THE EDITOR 

Ask the Army and Navy: Evelyn F. Parkes; 
Porterhouse Steak: W. A. Pielstick; News from 
Rangoon, Burma: Miss W. N. Lemon—May, 224 

Sensitivity to Vibration: Mrs. Ernest Parkes; Ap- 
preciated Orchids: Donald R. Caziarc; Report 
from Jerusalem: Mary F. Chapman—dAug., 373 

Fine Results from Auditory Training: Mrs. Ed- 
ward L. Riley; ‘Poisonalities’’: Gertrude An- 
derson Lee—Sept., 420 

Dental Drilling: Mrs. Wm, T. yi Roy: Reading 
Is the Light: Azilda Herbert— , 516 


Lip READING 
ar; Lip Reading: Molly Mather—Sept., 413; 
ov., 511 
Is the Light: Azilda Herbert—Nov., 
New Kind of Club for Deaf Oralists: Robert L. 
Swain, Jr.—Mar., 122 
—May, 2 
Utley Lip Reading Test, The: Grace Moore Heider 
— Oct. 
— We Deaf Live In, The: Arthur B. Simon— 
eb., 


Lrp READING FOR ADULTS (Practice Material) 
Inky Way, An: Clara M. Ziegler—Feb., 76 
Lip Reading for the Baseball Fan: Herman R. 
Goldberg—May, 223 


MEETINGS 

American Association to Promote the Teaching 
of Speech to the Deaf—Mar., 142; Nov., 500 

American Instructors of the Deaf—Mar., 126; 
Apr., 183; Aug., 372 

Conference on Exceptional Children—Apr., 185 

National Forum on Deafness and Speech Pathology 
—June, 284 

National Society of Special Education (for Ne- 


Agnes Pauline Ray 


groes): Powrie Vaux Doctor—Oct., 467 
Rocky Mountain Speech Conference—Apr., 183; 
June, 284 
MISCELLANEOUS 


Auditory Symptoms in yee Bite (a review) : 
Gordon Berry—Nov., 509 

Come with Me to the Carribean: Louise Neuschutz 
—dJune, 267 

Do You Want Your Child to Have a Better Chance 
in Life? (from the Southern Farmer)—May, 216 

praiacing for Peace: William F. Miller, Jr.—Dec., 


Mobile Hearing Clinic in Minn. (note)—June, 281 

without Sound: Mildred Kennedy— 
u 

Motor Vehinte Laws: James C, Marsters—Feb., 69; 
pr. 

Music bat a Physical Sound: Michael Eager— 


Mar. 


New Kind of Club for Deaf Oralists, A: Robert 
L. Swain, Jr.—Mar., 12 

One of the Telephone’s Children (dictaphone)— 
Mar., 12 

Rules for Writers—Sept., 436 

Silent World, The (British publication)—May, 231 

So You’re the New Therapist (speech and hear- 
ing): Naomi H. Buckner—Nov., 501 

Summer in Sweden: Virginia Merry—Nov., 506 

Teachers to Teachers (Overseas Teacher Relief 


Fund)—Dec., 564 

Telephone Amplifier: Douglas Baird (illustration 
only)—July, 308 

This Machine Makes Noises Visible (Audioswitch) 
—May, 230 

Training for Executive Secretaries—May, 228 


World We Deaf Live In, The: Arthur B. Simon 
—Feb., 73 


Mouuy MATHER’S Main Box 
Jan., 25: The Problem of Dining Out; Hearing 

Aids and Bathing Suits 
Feb., 80: What Books Have Influenced You?; 
Self-Adjustment; Building Cathedrals; Roll On, 


Terminology Once More; Beauty Is 
Better than Argument; Lighting Up Our Hori- 
zons; Auto-Suggestion and Lip Reading 

Apr., 177: I am in Good Company; Difficulties 
in a Restaurant; Shall We Use Names? 

May, 220: The Theatre Again 

June, 273: There Are Good Stepmothers; Are 
Bookplates Personal?; What Books Have In- 
fluenced You?; Better Speech for More People; 
Try This on Your Lip Reading Class 

July, 320: A Restauranteur Speaks Up; Naming 
Names Is a Good Idea; King Edward Was 
Not H.O.H.; Can You Knit and Listen? 


Aug., 361: A Letter from a Constant Friend; A 
Classification of Noises; Wanted: A_ Sixteen 
Year Old 

Sept., 413: Bi-lingual Lip Reading; Two Deaf 


Men Take to the Air; A Day of French Con- 
versation 

Oct., 462: Caryatides; Farm Life in Louisiana 

Nov., 510: More Bi-Lingual Lip Readers; Helen 
Keller as Interpreter 

Dec., 556: Visit to San Francisco; What About 
Deaf Mothers; Any Child Needs Security; Paul 
Eldridge’s Letter about Dr. Church—Dec., 556 


Movies 
Bird Life Films—May, 228 
Movies with Sub-Titles—Nov., 524 


PARENTS 
a af Parents Organize for Mutual Benefit— 
ct 
Deaf ‘eradenies from Schools and Colleges for 
Hearing Students—Dec., 552 
Five-Year-Old’s Adjustment, A: Ruth E. Bender— 
July, 309 
Kansas City Mother’s Study Club—Oct.. 460 
Jamboring for Peace: William F. Miller, 
Dec., 551 
Mother Discusses Perseverance: 
May, 217 
Parent Education, The Parents Discuss—Feb., 74 
Psychological Sidelights: Edna Simon Levine— 


Jr— 
Alice Wiegand— 


Mar., 123; Apr., 175; May, 219 
To Parents of Deaf Children: Moe Bernstein— 
Aug., 357 


Training the Hearing of a Young Child: Mary 
Wood Whitehurst—May, 215 


PARENTS TALK IT OVER 

Jan., 22: Happy Home Life; Letting Deaf Child 
Share Limelight 

Feb., 24: Parents Discuss Parent Education 

June, 270: Occupations for Active Children; 
Street-Crossing Problem: Vocabulary; Don't 
Push or Pull a Deaf Child; Parents Learn Lip 
Reading: Lip Reading Game; Mother No Longer 


“Forlorn” 
Aug., 864: Cultivation of Hearing; His First 
Word: Bedtime Troubles; Exciting Events in 


His Young Life; Looking Back ‘Three Years; 
Using Earphones; Church-Going for Little Peo- 
ple; Learning to Walk: Development 

Sept., 417: Two Deaf Children in Family; Edu- 


eating the Public: Research; Parent Education; 
Nursery Rhymes and a Three Dimensional View- 
Manly Little Six-Year-Old; Teen-Age 


Master; 


| 
| 


Girl; Barbara Graduates with Normally Hear- 
ing; Little Mexican Girl 

Oct., 465: Church Assists in Socialization; Eight 
Year Old Needs Socialization; Parents Frater- 
nize; Opportunity for Social Development; Little 
Girl in Regular School 


PRESCHOOL DEAF CHILDREN 

Day Kindergarten in South Australia—Jan., 28 

John Tracy Clinic Summer Course (note)—Apr., 
181 

Michigan Preschool Session (note)—Apr., 184 

New Preschool Class (Tampa, Fla.)—Dec., 566 

Portland (Ore.) Hearing Society Summer Course 
(note)—Apr., 181 

Preschool Demonstration Class for Deaf Children: 
Warren H. Gardner—Apr., 169 

Properly Organized Nursery Is the Better Home 
for the Deaf Child: E. 8S. Greenaway—Mar., 121 


PsyCHOLOGY FOR THE DEAF AND THE HARD OF 
HEARING 
Five-Year-Old’s Adjustment, A: Ruth E. Bender 
—dJuly, 309 
Psychological Sidelights: Edna Simon Levine— 
Mar., 123; Apr., 175; May, 219 


RBADING 
Exercises in Reading Readiness: Marie S. Kennard 
—May, 213 
Recreational and Study-Type Reading: Gladys S. 
Pugh, Ph.D.—Dec., 547 


REHABILITATION 

Army Rehabilitation Center (Walter Reed Hospi- 
tal, Washington, D. C.)—Apr., 183 

Congressional Aid to the Handicapped—Jan., 36 

District of Columbia’s Rehabilitation Program: 
David Amato—-Feb., 79 

Have You a Hard of Hearing Personality? Althea 
Woodruff—aApr., 147 

There’s An Answer to Every Problem: Grace E. 
Barstoe Murphy—Apr., 172 


ReEviuws (books, pamphlets, articles.) 

Adjustments to Physical Handicap and Illness: 
Roger G. Barker, Beatrice A. Wright, and 
Millie R. Gonick—Mar., 137 

And Hearing Not: Ernest Elmo Calkins—Jan., 37 

Annual Report of the National Society of the 
Deaf and the Hard of Hearing in Canada, The 
—May, 235 

Appraisal of Fenestration Operation: Kenneth M. 
Day, M.D.—Apr., 180 

Art Teacher, The: Pedro deLemos—Jan., 38 

Asia Calling (new magazine)—Dec., 568 

Auditory Problems in Education, a Collection of 
Papers: Published by Curriculum Laboratory 
Publications—June, 278 

Better Hearing, Volume 1, Number 1: Australian 
Association for Better Hearing—Nov., 514 

Challenge, Background Readings for and about 
the Physically Handicapped, Adults and Chil- 
dren: Agnes Shields and Marcia Hill—May, 236 

Child from Five to Ten, The: Arnold Gesell, M.D., 
and Frances L. Ilg, M.D.—Nov., 514 

Clarke School and Its Alumni 1867-1947: Alice 
Manning Williams and John Blake—Oct., 470 

Community Speech and Hearing Clinics—Dec., 570 

Conference on Integration of Education and Re- 
habilitation of the Deaf and the Blind: H. G. 
Dowling—aApr., 180 

Congenital Abnormalities in Infants following In- 
fectious Diseases during Pregnancy, with Spe- 
cial Reference to Rubella: Charles Swan and 
A. L. Tostevin—Apr., 180 

Congenital Cardiac Defects Associated with Ma- 
ternal Rubella: L. P. Winterbotham—Apr., 180 

Congenital Deaf-Mutism as a Sequela of a Rubella- 
Like Maternal a during Pregnancy: D. 
G. Carruthers—Apr., 

Congenital Deafness Defects following 
German Measles in the Mother: Louise A. Hop- 
kins, , 180 

Congenital Defects in Infants Following Infectious 
Diseases During Pregnancy: Charles Swan, A 
L. Tostevin, the late Brian Moore, Helen Mayo, 
and G. H. Barham Black—Apr., 180 

Congenital Dental Defects in Infants Subsequent 
to Maternal Rubella during Pregnancy: Mer- 

vyn W. Evans, D.D.Sc., B.D.S.—Apr., 180 

Deat and Hard of Hearing Children in Illinois: 

Til, Com. for Handicapped Children—Dec., 568 


The Volta Review 


Deafness: American Medical Association—Sept., 


Deafness and Personality: Dr. Robert S. Hiden— 
July, 323 

Deafness, Tinnitus, Vertigo, and Neuralgia: Dr. 
David J. Goodfriend (reviewed by Gordon 
Berry, M.D.)—Nov., 509 

Decade of Acoustic Training, A: Elizabeth Hughes 
Johnson—May, 236 

Development of Recorded Auditory Tests for 
Measuring Hearing Loss for Speech, The: C. 
V. Hudgins, J. E. Hawkins, J. E. Karlin, and 
S. S. Stevens—May, 235 

Discovering Our World, Books One and Two: Wil- 
bur L, Beauchamp, Williams and 
Glenn O. Blough—Oct., 

Effectivity of Hearing Aids, “The: Von Urpo Siirala 
—May, 236 

Efficiency of the Impaired Worker: Rehabilitation 
Services—Jan., 38 

Five Million Casualties on the Home Front: Louise 
Neuschutz—Nov., 514 

Further Observations on Congenital Defects in In- 
fants Following Infectious Diseases During Preg- 
nancy, with Special Reference to Rubella: Charles 
Swan, A. L. Tostevin, Helen Mayo, and G. H. 
Barham Black—Apr., 180 

Garden Islands of the Great East: David Fairchild 
—Sept., 421 

Girl Next Door, The: Dorothy Baruch and Eliza- 
beth Montgomery—May, 226 © 

Handicap, Volume 1, Number 1: Published by 
Handicap Publishing Company—Sept., 423 

Hard of Hearing, The: Detection, Prevention, 
Treatment: Kiwanis International—May, 235 

Hearing Aid Clinics in England: Dr. A. W. @G. 
Ewing—July, 323 

Hearing Aid for the Relief of Tinnitus Aurium, 

Maurice Saltzman, M.D., and Matthew 8. 

Ersner, M.D.—Aug., 379 

Hearing Aid—Journal of the Industry—Dec., 568 

Hearing Aids: Davis, Stevens, Nichols, Hudgins, 
Marquis, Peterson, Ross—Dec., 560 

Hearing Conservation and the Classroom Teacher: 
Raymond L. Croner and Courtney D. Osborn— 
May, 236 

Hearing in San Francisco: The San Francisco 
Hearing Society—Nov., 514 

Help for the ag of Hearing Child: Donald R. 
Caziarc—Jan., 

Helping Babies by dinate Control: Harriet Mon- 
tague—May, 226 

Honoring Alexander Graham Bell: The Canadian 
Weekly—July, 323 

How to Help Your Hearing: Louise M. Neuschutz 
—Oct., 470 

Human Ear in Anatomical The: 
Stephen L. Polyak, M.D.—Mar., 13 

Infant and Child in the Culture of Today: Arnold 
Gesell and Francis L. Ilg—May, 226 

Investment in Human Welfare, An: State of 
Maryland. Dept. of Education—May, 234 

Learning to Use Hearing Aids: Arthur I. Gates 
and Rose E. Kushner—May, 236 

Lip Reading Study and Practice: M. Faircloth— 
Mar., 140 

Mueller-Walle Method of Lip Reading for the Hard 
of Hearing, The: Martha E. Bruhn—June, 278 

Need for Research in Education of the Deaf and 
the Hard of Henring, The: Dr. 8S. Richard 
Silverman—May, 236 

New Ears for the Deaf: Steven M. Spencer—Jan., 
37 


Oceurrence of Congenital Defects in Children fol- 
lowing Maternal Rubella During Pregnancy, 
The—Apr., 180 

Opportunities for the Deaf and the Hard of 
Hearing through Vocational Rehabilitation: Fed- 
eral Security Agency—May, 227 

Opportunity and the Deaf Child: Irene R. Ewing, 
Alex. W. G. Ewing—Dec., 560 

People in Quandaries: Wendell Johnson—Mar., 138 

Physical Characteristics of Hearing Aids: Dr. 
Rudolph H. Nichols, Jr.—May, 236 

Physically Handicapped Worker in Industry, The: 
Gilbert Brighouse—Sept.. 423 

Physically Handicapped Workers: Ross A. Me- 
Farland—Sept., 

Rehabilitation of the Physically Handicapped: 
Henry H. Kessler, M.D.—Dec., 562 

and Pregnancy:  ‘“‘Minnesota Medicine’— 

pr., 1 


December, 1947 


Rubella During Pregnancy of the Mother, with 
its Sequelae of Congenital Defects in the Child: 
N. McAlister Gregg—Apr., 180 

Science Gives New Hope to the Deafened: Nor- 
ton Canfield, M.D.—Aug., 379 

Science of Noise, The: S. Smith Stevens—July, 323 

Selection of Hearing Aids: Captain Raymond Car- 
hart—Jan., 38 

Song in the Silence and Other Poems: M. Eu- 
genie Perry—Aug., 375 

Source Unit on the Conservation of Hearing for 
Schools of New Jersey, A: New Jersey School 
for the Deaf—May, 235 

Studies on the Inheritance of Deafness in the 
Pupils of The Clarke School for the Deaf: 
Louise A. Hopkins, M.S., and Madge T. Mack- 
lin, M.D.—<Apr., 188 

Tentative Standard Procedure for Evaluating the 
Percentage Loss of Hearing in Medico-legal 
Cases: Council on Physical Medicine of the 
American Medical Association—May, 236 

Testing the Hearing of Newborn Infants: Emil 
Froeschels, M.D. and Helen Beebe—May, 234 

Tests for Selection of Hearing Aids: Raymond Car- 
hart, Ph.D.—May, 234 

Toward Mental Health B School: C. Roger Myers, 

Ph.D.—July, 3 

Train ‘Your Hearing: Wood Whitehurst— 
May, 225 

Understand The Deaf: Richard Lynford—May, 236 

UNESCO and You—Dec., 570 

University Hearing Aid Clinic (Minn.)—Dec., 570 

Utley Lip Reading Test (reviewed by Grace Moore 
Heider) —Oct., 45 

Vermont School Guide on Hearing, The: State of 
Vermont, Department of Education, The Di- 
ocesan Superintendent of Schools of the Burling- 
ton Diocese, and the Vermont Association for 
the Crippled, Inc.—June, 278 

Visible Speech: R. K. Potter, George A. Kopp, 
and Harriet C. Green—Aug., 375 

Wall Display and Lesson Topics: Greyhound In- 
formation Center—Jan., 38 

What The Loss of Hearing Means to Me: Members 
of Chicago Society for the Hard of Hearing— 
May, 234 

Who Shall Fit A Hearing Aid: Eleanor C. Ronnei 
—May, 235 

World Grows Round My Door, The: David Fair- 
child—Sept., 421 


RUBELLA—See Reviews 


SOHOLARSHIPS 


Cleveland Hearing and Speech Center—June, 281 
Kenfield Memorial Fund—June, 281 


Sonoon REPORTS 


American School eee 229 
Arkansas—Dec., 

Central New Yorke May, 229 
Clarke—May, 229 

Colorado—May, 229 

De Paul Institute—May, 229 
Florida—June, 292 

Halifax—May, 229 

Idaho—Nov., 522 

Maryland—June, 292 
Minnesota—-May, 229 
Pennsylvania—May, 229; Sept., 432 
Rotterdam, Holland—Dec., 566 
South Carolina—May, 229 
Stockholm, Sweden—Nov., 522 
Western Pennsylvania—May, 229 


ScHOOLS FOR THE DEA 


F 

Alexander Graham Bell Oral School, Miami, Fla. 
—Aug., 376 

Central Institute for the Deaf, Dr. Silverman new 
director—Nov., 513 

Dallas Pilot Institute for the Deaf—Sept., 411 

Day Kindergarten in South Australia—Jan., 28 

Hong Kong School for the Deaf: Li Luk Wa— 
July, 338 

Horace Mann School, New Principal at—Mar., 142 

Illinois School for the oe (Parent Education) 
—Feb., 74; May, 23 

Institute for the Deaf al Dumb, Sopron, Hun- 
gary—Mar., 144 

Towa School for the Deaf (Internships for Teach- 
ers)—Jan., 

John Tracy Chinie (Parent Education)—Feb., 90 


Sp 


Mary Chapman Training College and School for 
the Deaf, Burma—May, 224 

per = School for the Deaf (Parent Education) 
—Fe 75 

Oakland Day School (Parent Education)—Feb., 74 

Philippine School for the Deaf—Apr., 185 

Schools for the Deaf in a, ccc Cristina 
Valentine Martinez—Nov., 

School for the Dut (“Plu-Perfect’”’) 
—Fe 87 

U. P. Deaf and Dumb Iastitute of Allabahad, 
India—June, 282 

— Pennsylvania School for the Deaf—May, 


EECH 

New Kind of Club for Deaf Oralists: Robert L. 
Swain, Jr.—Mar., 122 

On Making Faces (exaggerated speech)—July, 325 

So You’re the New Therapist! (speech and hear- 
ing): Naomi H. Buckner—Nov., 501 

vee -_ Deaf Live In, The: Arthur B. Simon 

—Feb., 73 


SuMMER CAMPS 


Camp Arundel (note)—Apr., 182 

Camp Hiawatha (note)—June, 279 

= Little Foundation: Oteka and Reuel Little— 
ct., 


SUMMER CouRSPS (speech and hearing) 


Calif. Univ. at L. A.—Apr., 181 

Columbia Univ.—May, 232 

Denver Univ.—July, 324 

Emerson Col.—Apr., 181 

Hampton Institute—Oct., 

Indiana State Teachers 279 

Iowa Univ.—Apr., 18 

John Tracy Clinic—Apr., 181 

Mich. Univ.—May, 233 

Mich. State Normal Col.—May, 232 

Nebr. Univ.— May, 233 

N. Y. State Col. for Teachers—June, 279 

N. Car. Univ.—June, 279 

Northwestern 

Ohio State Univ.—Apr., 1 

Oregon Education Workshop Salem)—July, 324 
Penna. State Col.—Apr., 1 

— Society for the Hard of Hearing—Apr., 


8. Tex. State Col—June, 279 
Syracuse Univ.—Apr., 1 
Wayne Univ.—Apr., 181 

Western Reserve Univ.—Apr., 192 
Wise. Univ.—June, 279 


TESTS 


Audiometric Testing of Hearing Aids: Elizabeth 
Hughes Johnson—Jan., 7 

Measurement of Hearing, The: ©. V. Hudgins. 
Ph.D., and D. A. Ross, M.D.—Mar., 128; Apr., 
73 


South African Clinic (hearing tests)—Nov., 526 

Testing the Performance of Hearing Aids: Clarence 
V. Hudgins, Ph.D.—Jan., 5 

Use of Standardized Tests. See Twentieth Cen- 
tury Trends in the Education of the Deaf: 
Bessie Pugh—June, 261 

ee ae Reading Test, The: Grace Moore Heider 
—Oct., 457 


VOCATIONAL 


Congressional Aid to the Handicapped—Jan., 36 

Placement of the Handicapped (Civil Service)— 
Aug., 378 

Rehabilitation Specialist (Virginia)—Oct., 468 

Safety (note on accidents among disabled workers) 
—June, 264 


WAR AND DEFECTIVE HEARING 


Army Hearing Centers—Aug., 377 

Army Rehabilitation Center (Walter Reed)—Apr., 
183 

Going to School in War Devastated Countries— 
Oct., 469 

Hard of Hearing German Who Needs Help—Aug., 
376 


Letter from Germany—July, 312 

Roll on, Future! (Life in postwar England)— 
Molly Mather—Feb., 82 

Some Came Home Deafened: Grace Barstow Mur- 
phy—aAug., 360 
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The Volta Review 


WANT ADS 


Rates: Four lines (about 25 words), $1.50 for one 
insertion, or $3.00 for three insertions. For each ad- 
ditional line, 25 cents an insertion. Cash with orders. 
Address Advertising Dept., The Volta Review. 


WANTED: Gov , experienced, for three and a 
half year old deaf girl attending oral school and boy 
five. Live with family. Address Mrs. B. Solomon, 
103 East 84th Street, New York, N .Y. 


AUDIOGRAMS: “They Talk.” Relationship of hear- 
ing loss to average speech clearly portrayed on card. 
Samples. Auricular Foundation, Inc., 1440 N. Mission 
Rd., Los Angeles 33, Calif. 


CAMP HIAWATHA for Aurally Handicapped Chil- 
dren, Ontonagon, Michigan. Camping activities inte- 
grated with individual and group work in speech, lip 
reading and auditory training. For information write: 
Mrs. Evelyn Corgan, Hearing Laboratory, Northwest- 
ern University, Evanston, Illinois. 


QUALIFIED TUTOR to teach speech and lip reading 
to bright 44% year old girl with approximately 50% 
hearing. Private room, board and $300.00 per month. 
Write: Mr. & Mrs. Sol Kaufman, 2831 Farris, Fresno 
4, California. 


HELP CRIPPLED 
CHILDREN 


THE NATIONAL SOCIETY FOR CRIPPLED 
CHILDREN AND ADULTS, INC. 
11 S. La Salle St., Chicago 3, Illinois 


Logical System of Language- 
Teaching and An Analysis of 
the English Language 
By Marietta Rector VINSON 


A clear, concise presentation of language 
principles. A system of language-teaching 
which demonstrates every requirement of 
the language. 
Zwo Books in One $6.00 Postpaid 
Discount, 5 to 9 copies, incl. 20% 
0 copies and up, 33 1/3% 
Send orders and inquiries to 


M. VINSON 
P. O. Box 236 Berkeley, Calif. 


GAIN 
Compiled by Joun A. FERRALL 

Fashion Note.—He had received a very 
fancy necktie for Christmas and was quite fond 
of it. In fact he wore it so steadily that it was 
soon badly worn. He stopped at a fashionable 
store and inquired of the clerk, fingering the 
tie, “Have you a match for this tie, please?” 
The clerk gave it a passing glance. “Yes,” he 


said, with sarcasm. “And I'll give you some 
gasoline for it, too.” 


Achievement :—A flea, who had made some 
of the best dogs in the country scratch fran- 
tically to relieve the bite he delivered, decided 
that he would look about for more worlds to 
conquer. He eventually reached the zoological 
garden and fixed himself on the back of an ele- 
phant. As he began to bite into the elephant’s 
tough hide, a mouse ran near the animal’s trunk. 
The elephant began to trumpet in terror. The 
flea looked up in triumph. “There!” he ex- 
claimed, “I knew I could do it!” 


The Reason:—A man hurried after an ac- 
quaintance who had just crossed over to the 
other side of the street. “Look here,” he de- 
manded crossly as he caught up with the other 
man, “do you cross the street every time you 
see me just to keep from paying me that five 
dollars you owe me?” “Of course not,” said the 
other. “Why, then?” the first man wanted to 
know. “To keep from being asked to pay it,” 
explained the other, frankly. 


Travel :—It was the tourist’s first trip abroad. 
Finally he reached Italy and journeyed to see 
the wonders of Rome. After studying the ruins 
for a time, he turned to the guide who was with 
him. “I don’t know how you folks here feel 
about it,” he said, “but it looks to me as though 
Rome was built in a day.” 


Rivers:—The American soldier was trying to 
impress one of his English friends with stories 
of the size of some American rivers, in particular 
the Mississippi. “Listen, Fred,” he said finally, 
“there really isn’t enough water in the whole 
of your Thames River to make a gargle for the 
mouth of our Mississippi.” 


As Reported: The happy couple will make 
their home at the Old Manse. 

As Printed: The happy couple will make their 7 
home at the Old Man’s. 


Not in an Urn: “Those are my brother's 
ashes in that jar on the mantel.” “So the poor 
fellow has passed away at last?” “Heck, no! 
He’s just too lazy to find an ash tray.” 


Classic Misprint: “Judge Bentley, one of our 
most eligible bachelors, is retiring from politics. 
Hale, hearty and 55, the judge says he wants @ 
little peach and quiet.” ; 
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